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Tlw Lialaoa A^^ent Dm b««a rallably InforiBed that 
Dulles* health has not Innroved and be definltelf la "slovlaf 
up*** Dalles suffered a slight str<rice about teo years aco and 
be sever ccnpletely recovered* Bla vlaloo vaa aooevhat 
lapaired and be baa frequest lapses of Beaory* 
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His presest state of health oodoubtedljr has bees 
very such aggravated by the publications and articles vhloh 
have been critical of the Varres Conn Isa Ion Beport* Dulles 
feels that the erltlclsa is soet unjustified and be has beea 
appealing to the other aenbers of the Comlsa Ion to counter 
this crltloiaa* Be has been unsuccessful is his efforts* 
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Mr* OeLoach 
Mr* Sul^lvaa 
Mr* Branlfaiyr 
Ualson 
Ur* Paploh 










0 ) 


